To:  McComb,  Martin[McComb. Martin@epa.gov] 

Cc:  Peter  Butler[butlerpeter2@gmail.com];  pfoster@wrightwater.com[pfoster@wrightwater.com] 

From:  Wall,  Dan 

Sent:  Sat  8/8/201 5 4:07:53  PM 

Subject:  FW:  Mistake  in  Summary  Handout  IMPORTANT! 
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Marty  I am  not  sure  what  happened,  but  this  needs  to  be  rectified  immediately.  If  the  mistake 
was  on  our  end,  let  me  know  and  I will  try  to  run  it  down. 


From:  Peter  Butler  [mailto:butleipeter2@gmail.com] 
Sent:  Saturday,  August  08,  2015  9:18  AM 
To:  Wall,  Dan;  Schmittdiel,  Paula;  Faulk,  Libby 
Subject:  Mistake  in  Summary  Handout 


Hi  Folks  - 1 noticed  a mistake  in  this  summaiy  handout.  In  the  Cement  Creek  graph,  the  highest 
concentrations  are  shown  at  7:25  am  on  8/5,  before  the  blowout.  That  data  point  should  be  7:25 
pm  on  8/5.  I checked  it  in  SCRIBE. 


Peter  Butler 
970-259-0986 
Cell  970-317-0584 
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